Adhd online test 


Take our free ADHD online test and get your results emailed to you 
within minutes. Designed for parents to assess their children ages 6- 
12 years adhd test 


Contact US: 

Improve Canada Mall 
7250 Keele St. 

2nd Floor, Suite 423 
Vaughan ON, L4K 1Z8 
Canada 

Tel: (647) 490-1675 



